To:  mdavis0735@q.com[mdavis0735@q.com] 

From:  Harrison,  Melissa 

Sent:  Sun  8/16/2015  7:52:12  PM 

Subject:  EPA  websites  for  JiC 

Website  Updates-NEW  INFO 

Photos  Related  to  Gold  King  Mine  Response: 

http://www2.epa.gov/goldkingmine/photos-related-gold-king-mine-response 


History  of  the  Gold  King  Mine  Fact  Sheet: 

http://www2.epa.gov/goldkingmine/gold-king-mine-watershed-fact-sheet 

Gold  King  Mine  Response  Website  in  Spanish: 

http://espanol.epa.gov/espanol/respuesta-de-emergencia-al-derrame-de-la-mina-go1d-king- 

enagosto-2015 

Latest  data  update: 

http://www2.epa.gov/goldkingmine/epa-statcment-water-qualitv-data-collected-san-iuan-river- 

between-farmington-and 
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